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establishment owner or operator, if requested, to resolve the conflict.
The Administrator's termination of quality control approval shall remain
in effect pending the final determination of the proceeding.

(3) If approval of the total plant quality control system or
partial quality control program has been terminated in accordance with
the provisions of this section, an application and request for approval
of the same or a modified total plant quality control system will not be
evaluated by the Administrator for at least 6 months from the
termination date, or for at least 2 months from the termination date in
the case of a partial quality control program.

(Sees. 7, H(b), 14, 16 and 22, 71 Stat. 441, as amended, 21 U.S.C. 456,
460(b), 463, 465, and 467d; 42 FR 35625, 35626, and 35631)

Done at Washington, D.C., on:  12 August 1980

/s/ Carol Tucker Foreman

Carol Tucker Foreman
Assistant Secretary for
Food and Consumer Services